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British Medical Association. 
CURRENT NOTES. 


“Handbook for Recently Qualified Medical Practitioners.” 
fais Handbook, the first edition of which was published 
it 19223, has been in such great demand that a second 
dition ‘has become necessary. The new edition, consider- 
ily enlarged and revised throughout, contains authorita- 
tive information, such as is not available in any other 
single publication, about a large number of matters affect- 
ing medical practitioners. The volume should be found of 
assistance by all members of the profession, although it 
is issued by the British Medical Association primarily to 
meet the needs of newly qualified members of the profession 
and give useful information and advice on matters known 
to be often the subject of doubt or difficulty to those who 
are planning their future career. The Handbook gives 
information as to: 

Main careers open to members of the profession. _ ; 
Some practical aspects of medical work (including especially 
some legal and ethical aspects). : 

Registration : privileges of practitioners. 

National Health Insurance. 

Post-graduation study and special diplomas. 

Specialization. 

The British Medical Association. 

Fellowships, scholarships, studeniships, prizes, and research 


nts. 
Individual medical defence. 
Medical Insurance Agency. 


The price of the Handbook is 3s. 6d. (post free 3s. 9d.). 
Copies may be obtained on application to the Financial 
Secretary and Business Manager, British Medical Associa- 
tion House, Tavistock Square, London, W.C.1. 


Sports Arrangements for Ladies at the Annual Meeting, 
_ Nottingham, 1926, 
Golf. 

The Notts Ladies’ Golf Cup will be played for on 
Wednesday, July 21st, at Hollinwell (by kind permission of 
the Notts Golf Club). 

Draws for partners will take place from 10 to 12. A Puttin 
Competition will also be held. Competitors will be entertain 

luuch. As a replica of the cup and various prizes have 
been offered, the entrance fee will be waived this year. 
Competitors should send their full name, address, and 
LG.U.handicap, also stating qualifications to compete, to 
Mrs. F. Crooks (Chairman, Ladies Sports’ Committee), 
4, Regent Street, Nottingham. 

‘The rules governing the competition are as follows: 

The competition to be played under the Ladies’ Golf Union 
aadicap ules (medal round 18 holes) during the Annual 

e Viguer to ‘hold the cup for twelve months. . 

In therlvent of a tie, the last 9 heles to decide. 

‘Entrance fee 28. 6d., to be paid to the secretsry of the Local 

dies’ Sports Committee. 

A replica of the cup will be given to the winner. 


The competition will be open to the following: Lady members, 
wives of members, and daughters of members. Other relatives 
accompanying members to the meeting may be allowed to compete 
at the discretion of the Local Ladies’ Sports Committee. 

Competitors to send their full mame, address, and L.G.U. 
handicap, together with the entrance fee, to the Secretary of the 
Local Ladies’ Sports Committee, 24, Regent Street, Nottingham. ~ 

The Council of the British Medical Association to have power 
to amend and add to these rules, after consultation with the 
Ladies’ Committee for the time being responsible for arranging 
the competition. 

The cup is the property of the Council of the British Medical 
Association, and cannot be won outright. 

The winner will be held responsible for the safety and insurance 
of the cup until the next annual competition, 


Tennis and Croquet. 


An American Tennis Tournament, with Filey handicapping, 
will be held on Thursday afternoon, July 22nd, at 2.15. 
A Mixed Tennis Tournament will be arranged on Friday 
afternoon, July 23rd. A Croquet Tournament will be 
arranged on Wednesday afternoon, July 21st. Further 
particulars of these will be availab'e at the Ladies’ Club. 
Entries can now be received, and members wishing to take 
part should send their full name and address to Miss E. C. 
Evans (Secretary, Ladies’ Sports Committee), Ravine House, 
The Park, Notiingham. ; 

Friday, July 16th, and Saturday, July 17th, being the final 
days of the Notts Annual Lawn Tennis Tournament, anyone 
wishing to obtain seats should apply to Miss Evans. 


Meetings of Branches and Pidisions. 


Nortuern Counties or Scortanp Brancu : CAITHNESS AND 
SuTHERLAND Drvision. 
A ciinicaL meeting of the Caithness and Sutherland Division was 
held at the Lawson Memorial Hospital, Golspie, Sutherland, on 
April 24th, the arrangements being made by the medical staff of 
the hospital; there was a good attendance of members. 

Mr. B. Sovtar Simpson showed a case of Paget’s disease, and 
discussed early carcinoma of the breast. He also showed a case 
of congenital unilateral hypertrophy in a girl aged 11. Mr. Simpson 
then exhibited a case of perforated — ulcer operated on by 
him, and discussed the significance of acute abdominal pain. He 
also showed a farm labourer, aged 63, illustrating the success of 
Pauchet’s intraperitoneal operation for the radical cure of a 
double~ inguinal hernia in an old man with weak abdominal 
muscles. A specimen of a uterus removed with tubes and ovaries 
for fibroid disease and cystic degeneration of the ovaries was shown. 

Dr, James B. Simpson discussed errors of. diagnosis in practice, 
with iilustrations. He demonstrated a useful method of testin 
urige for sugar and albumin in a single test tube by means o 
picric acid and liquor potassae, and concluded by discussing frac- 
tures of the elbow-joint in children, his remarks being illustrated 
by a-ray films and diagrams. 

“Dr. Exeas K. Macxenzis of Tain, President-Elect of the Northern 
Counties of Scotland Branch of the Association, thanked both 
speakers for_the success of the meeting, which was the first: of its 
kind in the Divisional area; it had proved that such meetings were 

ssible even in the outlying parts of the Highlands, and were of 
indescribable value, both from the social and educational point of 
view. Dr..McLacuan (Dornoch): supported Dr, Mackenzie, and 
the vote of thanks was carried with great heartiness. 

This concluded one of the most interesting experiments by the 
British Medical Association in the Highlands of Scotland. 
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i K 8. Mac 
; M Kent. Surrey. Sussex | Dr. 8. MoRTON MacKe (Dorking) a Atrrep Cox, Medical Sccretary, 
i N | Aberdeen. Dundee. | Dr. D. Lawson ‘Banct ory) 1 
Northern Counties of | Dr. G. Smita SowDEN (Elgin) 
Scotland. Perth 
A O | Edinburgh. Fife Dr. JoHN STEVENS (Edinburgh) ?- BRANCH AND DIVISION MEETINGS TO BE HEL D. 
Biruincnam Brancn: Centra Diviston.—The annual meeting d 
} - P | Glasgow and West of} Dr. G. A. ALLAN (Glasgow) the Central Division will be held at 154, Great Charles Street, 
peoteed @ City Birmingham, on Tuesday, June Ist, at 3-p.m. Agenda: Election 
at 1 of officers and Representatives; instructions to Representatives. 
Q | BorderCounties. Glas- Dr. HUGH MILLER (Hamilton) Care or Hore (Western) Brancu.—A joint meeting of the 
oetd — i fod Cape of Good Hope (Western) Branch with the Dental Society 
Divisions). Stirling. will be held on Friday, May 28th, at 8 p.m. There will be a dit 
R|Conpaught.  South-| Dr. J. Grosant (Cork) development of the child, in which the following will take part: 
Eastern of Ireland. | Dr. Den's WALSHE (Graiguenamanagh, 1 | Dr. c. L. Leipoldt, Dr. J. P. Duncan, Dr. A. Marr Geddes, Mr 
Munster Co. Kilkenny) H. J. Barclay, Mr. J. H. C. Davis, and Mr. 8. Winer. 
8 | Leinster Sir Wa. IRELAND DE CouRcyY WBEELER| Dorset AND West Hants Brancn: Bourwemouri Drvision.—The 
held at Broadlands, Romsey, on Thursday, May 27th, where Colonel 
T | Ulster _ | Dr. B. W. Lesriz (Belfast) 1 | and Mrs. Ashley will entertain members to tea and show them ove 


E | Cambridge and Hunt-| Dr. J. W. Bons (Luton) 


Miptayp Brancn: Drvision. 
A meetine of the Buckinghamshire Division was held at the Crown 


Hotel, Aylesbury, on April 2ist. Dr. E, O. Turner of Great 


Missenden was nominated for the Council. 


On the position of Dr. Brapsroox the following resolution 
and the Secretary was ordered to send a 


was carrie 
copy to the General Medical Council : 


That this Division expresses its confidence in, and approval of, the 


dignified attitude of the General Medical Council in the controversy 
concerning the late Dr, Axham. 


Association Notices. 


ELECTION OF 24 MEMBERS OF COUNCIL BY 
BRANCHES IN UNITED KINGDOM. 


-Tue following is a list of the nominations received for 


~ 
Q| &| >| Group. 


Lancashire and| Dr. J.C. Matrnews, M.C, (Liverpool) 
Cheshire. North | Dr. F. Ravcuirre (Oldham) 
Lancashireand South 
Westmoriand 


D | Bast York and North | Dr. B. WaALuAcE HENRy (Leicester) 
Lincoln. Midland 


ingdon. Essex.|Dr. D. G 
Norfolk. South Mid-| Northants) - 
land. Suffolk. = TURNER (Great Missenden, 
_| Dr. J. F. (Southend-on-Sea) 


Dr. T. RIDLEY BalLeY (Bilston, Staffs) 


GREENFIELD (Rushden, 


F} Birmingham 


South Wales and Mon-| Dr. W. E. Tuomas (Ystrad-Rhondda) 


mouthshire ' Council and Representatives in Representative Body by 
7 — Public Health Service members. Nomination paper 
I | Metropolitan Counties | Dr. H. 8. BEADLEs (Romford) 4 available (at Head Office) for election of 12 members o 


Dr. F. W. GoopBopy (Marylebone) 
Dr. #, A. GREGG (St. Pancras) 

Dr. ( HRISTINE MURRELL (Kensington) 
Mr. H. 8. Sour?raR (Mary!ebone) 

‘Dr. G. CLark TroTTER (Isticgton) 


8 : . FINLA ; July 16, Fri. Annual Representative Meeting, Nottingha 10 am 
Dr DaE F (Gloucester) 1 Nominations for election of .12 members 
West Somerset rouped Representatives must be received (at A.R.M, 
| Worcestershire and ottingham) by this date. 
Herefordshire July 17, Sat. A.R.M, (Nottingham). 


Hants. South-West- 
ern. Wiltshire 


L | Oxford and Reading. | Dr. Lockaart K. W, STEPHENS, C:B:E.,} 1 


Dorset and  West|Dr. E. K. Le (Wimborne,| 
Dorset) 


Voting papers for Groups E I, N, and R will be sted from 
the Head Office on Saturday, May 22nd; they 
not later than rday, May 29th, to the Medical Secretary, 
British . Medical. Association House, Tavistock Square, 


London, W.C.1. = bs 
The Candidates referred to in the remaining Groups, being 
reby 


the only. Candidates nominated for thase Groups, are he 


elected Members of the Council for 1926-27. _ 


; |S] the “Medical Secretary, British Medical Association Ho 
Branches in Group. Candidates Nominated. s 3 Tavistock Square, London, W.C.1. | 
-North of England Dr. J. Hupson (Newcastle-upon-Tyne) | 1 | ELECTION OF 2 MEMBERS OF COUNCIL BY PUB 
Yorkshire Dr. A. MANENELL (Bradford) HEARTH SERVICE MEMBERS. 


| Dr. R, A. Medical Officer of Health, Hampshire. 


Masordshire Pub ic- Health Service ‘ia, Representative Bet 
—_ ne urs. Names of Representatives an eputy-Represen 
‘| North Wales. Shrop-} Dr. E. Lewys-Lioyp (Tewyn, Merio-} 1 must_be at Head Office by this date. 
shire and Mid Wales.| neth) 


ELECTION OF 4 REPRESENTATIVES AND 4 DEPUT 
REPRESENTATIVES IN THE REPRESENTATIVE 
BODY BY PUBLIC HEALTH SERVICE 
. MEMBERS, 
THE following is a list of the nominations received for. 
election for 1 7 otf 4 Representatives and 4 Dep 
Representatives in the Representative Body by Public H 
Service members: 
Dr. T. W. Naytorn Bartow, O0.B.E., Medical Officer of. 
Wallasey. 
Dr. JAMES FENTON, Medical Officer of Health, Kensington. : 
Dr. z peasees HILL, O.B.E., Medical Officer of Health, Coun 
Professor H. Kern, 0.B.E., Medical Officer of Health, New 
upon-Tyne., 
Dr. G. H. PEARCE, Medical Officer of Health, Batley. 
-Dr. CHARLES SANDERS, Medical Officer of Health (retired), 6, 
burgh Road, Carshalton. . 
Dr. E. H. SNELw. Medical Officer of Health, Coventry. 
Dr. R. H. WILsHAW, Medical Officer of Health, Wortbirg. ' 
Voting papers will be posted to all Public Health Se 
members from the Head Office on Saturday, May 22nd; t 
are returnable not later than Saturday, May 29th, 


THE following, being the on!y candidates nominated fe 
election as Members of Council for 1926-27 by Public Healh 
Service members, are hereby declared elected Members, 
the Council for 1926-27 : 


Dr. G. F. Buowan, Medical Officer of Health, Willesden. 


(Signed) ALFRED Cox, Medical Secretary, 


TABLE OF DATES. 


May 29, Sat. Last day for receipt at Head Office of voting papers fa 
: election, where there are contests, of 24 members. 
Council by —— Home Branches, and 4 Represents 


June 9, Wed. Council. 
June 12th, Sat. Publication in SUPPLEMENT of result of election of memben 
ct Council by grouped Branches, and of members a 


Council by grouped Home Representatives. 

June 17, Thurs. — of Constituencies must be held between this date 
and July 16th, to instruct Representatives. 

June 26, Sat. Supplementary Report of Council appears in Supplement, 

July 2, rri. Amendmente and riders tor inclusion in A.R.M. Agend 
must be received at Head Office by this date. 


July 19,Mon. Council 
A.R.M. (Nottingham). 
July 20, Tues. “= Annual General Meeting, Nottingham, President! 
address, 
July 21, Wed. Council. (Nottingham). Conference of Honorary Seen 
taries (Nottingnam). 
Meetings of Nections, etc., Nottingham. : 
July 22, Thurs. Meetings of Secticnus, etc., Nottingham, 
July 23, Fri. Meetings of Sections, etc., Nottingham. ; 


‘the house. 
Giascow. anp West or Scottanp BrancH.—The annual 
of the Glasgow and West of Scotland Branch will be held 
Wedneeday. May 19th, at 2.30 p.m., in the Nurses’. Recreatio 
Room, - Adiainistration Block, -Ruchill. Hospital, Bilsland Driv 
Glasgow. It will be followed by a clinical, z-ray, and 
Counties Brace: Caymerweit 
annual meeting of the Camberwell Division will be held at tt 
British Medical Association House, Tavistock Square, W.C.1, ™ 


: 

| 


gre 


| 


Tuesday, May 18th, at 9 p.m. This meeting will afford an oppor- 
tunity ‘tc inspect the new House of the Association, and non- 
members resident in the- area of. the Division are invited to attend. 
Both members and non-members may bring ladies as guests. 
Senior, students of “King’s College Hospital are also invited. 
Agenda: (1) Report of Executive Committee. (2) Election of 
officers, (3) Mr. T. B. Layton, D.S.O., M.S., will give an address 
on Joshua_and Alleuby: their campaigns contrasted,’ illustrated 
by lantern slides. Light refreshments will be provided. 


Metropouitan Counties Brancn: Lewrsuam Divtston.—A meeting 
of the Lewisham Division will- be held at-the Parish Room, 
St. Laurence Vicarage, Catford, 8.E.6, on Tuesday, May 18th, at 
8.45 p.m., when Dr. Herbert French, C.B.E., F.R.C.P., will read a 
paper on vasomotor disturbances, 


~ Counties Brancn: Soutu-West Essex Drviston.— 
The annual general meeting of the South-West Essex Division will 
be held at the Wesleyan Schoolrooms, High Road, Leyton, on 
Tuesday, June Ist, at 3.30 p.m. 


Norrork Brancn : Norwicn Drviston.—A meeting of the Norwich 
Division will be held in the Medical Library, at 8.45 p.m., on 
Saturday, May 22nd. Agenda: To elect Representative and 
Deputy Representative to the Annual Representative Meeting; 
Annual Report of Council Mepicat Journal SupPLEMENT, 
April 24th and May Ist,.which members are requested to brin 
with them); report of the Executive Committee on the question of 
recognition of the Norwich Medical Institute. 


Surrey Branc#: Reicate Diviston.—The meeting of the Reigate 
Division is postponed from Tuesday, May llth, until Tuesday, 
May 18th, at 8.45 p.m. 


Correspondence. 
-Insurance Statistics: Memorandum 26. 

Sm,—Memorandum M.26 (1925-26), Statistics, is now in the 
hands of all Panel Committees, and I should be glad if you 
would allow me to offer a few criticisms of its scope and 
probable effect. I- understand that this Memorandum has 
originated from the labours of a committee appointed in view 
of certain -resolutions moved: in the name of the Kent Panel 
Committee at the last Conference. In. moving these I outlined 
a definite scheme for the collection of statistics. I further 
sent you a letter on the subject—which you found yourself 
unable to publish—and in this the scheme was set out so that 
it might reach those who did not attend the Conference. 
I mention these facts because the Conference seemed to me to 
express no smail measure of approval-of the scheme, which 
was very different from that now adopted, and because I feel 
that the latter is at. fault in certain very important respects. 

Publicity.—A first essential- of suceess is publicity. Every 
attempt should be made to interest practitioners and so elicit 
their co-operation. The Insurance Acts Committee seems 
hardly to be of this opinion. A single copy of this Memo- 
randum has been sent to each Panel Committee; it is dated 
six months after the Conference, and it demands results by 
June. It has not been eee in the SvupPLeMENT nor 
referred to in any editorial, = 

Classification of Practices—In order that the differing 
economics of various classes -of. practice may be understood, 
it is essential that returns should be classifiable. according to 
the type of practice from which they have been collected. 
The Insurance Acts Committee has not overlooked this fact, 
but it has, alas! introduéed one classification for the- purposes 
of income and expenditure, another for the purpose of practice 
expenses, and still a third for statistics of fees charged. 
Under none of these classifications is there any heading which 
will provide for those urban industrial practices of which 
Statistics are so frequently quoted against us. Even if many 
thousands of retwns were to ‘hand. we should still be unable 
to give figures for that very important class of practice. 
. Non-selected Ieturns.—lt is obviously important that any 
returns secured should be free from reproach on the grounds 
that they are selected and not typical. The Insurance Acts 
Committee has attempted to meet this point by asking each 
Panel Committee to provide a quota. That is good as far as it 
oes, but (1) it is still open to anyone to argue that it is the 

t type of man, and therefore the best practice, from which 
returns are most. easily obtained, and (2) it is quite certain 
that some Panel Committees will be more active than others, 
and the relative proportions of each type of practice will be 
open to question. I venture to remain of the opinion that. the 
only way to get unselected figures which are really repre- 
sentative is the way suggested by me at the last Conference. 

The Price , a Bottle of Medicine.—It is well known’ that 
& low price for consultation and medicine is often supple- 
mented by the profit on repeat medicines. No attempt is made 
to find the charge made for repeat medicines. The danger 
of this omission is this, The charge for consultation and: 


medicine is often the same as that -for consultation alone... This } 


might justify the argument that the cost of medicine was 
Virtually nif, and this argument can only be met by showing 


that le willing] 1s. 6d. or more for repeat medicine. 
The will not be ine position to 
supply the figure for the counter-argument. 

The Importance of Private Fees.—It is apparent from the 
Memorandum that accurate statistics of private fees are con- 
sidered of relatively small importance. It is suggested that 
the secretary of the Panel Committee will often be able to 
supply them for his whole area. This sort of futility -is very 
quickly exposed by cross-examination, and is much to be 
regretted. A perusal of the Royal Commission Report does not 
seem to bear out the contention that these particular figures 
are less important than others. _. 

. The Defects of the Voluntary System.—In spite of years of 
steady discouragement, the Insurance Acts Committee still 
seems to intend to rely on the unpaid volunteer for its figures. 
Only now it will be able to put the blame on Panel Com- 
mittees if the figures are insufficient. This will hardly hel 

the profession, however good a debating point it may. afford. 
It is true that actual compulsion is impracticable, but much 
can be done, and statistics of fees can certainly be obtained 
by sending someone to get them. The mountain has long 
shown that it will not go to Mahomet; let him now go to the 
mountain. His travelling expenses should not seriously affect 
the Trust Fund. Thus only can really typical figures be 
obtained. 

The Futility of Figures Relating only to the Summer Months. 
—If figures are to be available by the end of the year, it is 
obvious that they can only be summer month figures of. mileage, 
etc. These will be fallacious, and the fallacy. will tell against 
the profession. It would probably be better not to have any 
rather than to have these alone. ; 

Finally, I would refer to the action which the. profession 
might take in negotiation. Most of us believe that we are 
underpaid. The Insurance Acts Committee gave evidence to 
the same effect. Hence arises a need for revision of the fee. 
But we need at least a full year to collect figures, and there- 
fore cannot ask for a revision this year. Nor can we make 
out a case for a higher fee other than the discredited case of 
the last Inquiry. The Ministry would probably be only too 
pleased to standardize the fee at the present rate, We must 
resist standardization for at least another year. But if we 
intend to do this we cannot make our intentions plain teo 
soon. One can find no sign in any printed document that the 
Insurance Acts Committee has even considered this point. May 
I commend to it the consideration that floating on drift- 
wood is a very uncertain method of reaching the desired 
haven ?—I ‘am, etc., 


‘Sevenoaks, April 27th. Gorpon Warp. 


Mabal and Military Appointments. 
ROYAL NAVAL MEDICAL SERVICE. 
SurGeON ComManpeR H. B. Parker, D.S.C., to the President, additional 
for R.N. Medical School, Greenwieh. ; 

Surgeon Lieutenant Commanders R. Lyon to the Constance and L. S. 
Goss, 0.B.E., to the Colombo on exchange; R. A. Brown to the Virid 
for R.N, Hospital, Plymouth; J. M.Horan to the Broke, to be accom- 
modated in Whitshed; L. R. Warburton, 0O.B.E., to the President, 
additional for three months’. post-graduate course; H. I. Douglas to the 
Pembroke for Sheerness Dockyard temporary. 

Surgeon Lieutenant J. Cussen to the Colombo. 
To Te Surgeon Lieutenants: A S$. Bradlaw and J. M. Sloane, and 
appointed to the Victory for R.N. Hospital, Haslar, for course. 


ROYAL ARMY MEDICAL CORPS. 

Lieut.-Colonel C. Clarke, D.S.0., R.A, Res..of Off., to be Major whilst 
re-employed under Art. 505 (6) Royal Warrant for Pay and Promotion, 
1922, and relinquishes the rank of Lieutenant-Colonel, January 26th, 
1926. (Substituted for notification in the London Gazette, March ih, 
1926.) 


Captain H. G. Dresing, M.C., R.A. Res, of Off., is _re-employed unde? 
Art. 505 (b) Royal Warrant for Pay and Promotion, 1922, 

Lieutenant (on probation) T. A. J. M. Dodd, from the seconded list, 
is restored to the establishment. 


REGULAR ARMY RESERVE OF OFFICERS, 
ARMY Mepicat Corps, 
Lieutenant A. S. Burns resigns his commission, 


ROYAL AIR° FORCE MEDICAL SERVICE, 


Squadron Leaders W. A.-S. Duck, 0.B.E., to Headquarters, Palestine 
Command; R. A. G. Elliott to Palestine General Hospital. 
Ww to the Reserve, 


J.B. row is” transfer 
cl ».2. 

Lieutenant R. W.° White, to R.A.F. Depot on transfer to Home 
“Plying Officer G. P. O'Connell is promoted to the rank of Flight 
Lieutenant. ~- 


TERRITORIAL ARMY. 
_. Royat ArMy Mepican Corrs, - 
Sanitary Companics.—Captain Sands to command (London) 
Sanitary Company. 
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Association Intelligence and Diary. 


SOPPLEMENT 
18H. MEDIcaL Jounwsb 


VACANCIES. 


‘Acton Hospitst, W.3.—Male Resident Medical Officer. Salary £150 per 


annum, 
Batu Roya. -Unttep Hosprtat.—House-Surgeon. Salary £120 per annum. 
BinMINGHim G Dispensary. — Resident Holiday Locum (male). 
Remuneration £9 9s. a week. 
BIRMINGHAM Maternity Hospitat.—District House-Surgeon. 


BOLTON INFIRMARY AND Resident Surgical Officer (2) 


Two House-Surgeons. ® Assistant House-Surgeon. Salary for (1) 

£250, for (2) , and for (3) £100 per annum, 

BraprorpD: Roya, Eye aND Ear Salary £120 
per annum. 

County Menta Hosprtat, Whittingham, Preston.—Temporary~ Medical 
Officer. Salary £7 7s. a week. ; 

Cumpertanp County Counci..—Assistant County Medical Officer of Health. 
Salary £600 per-annum, rising to £700. 

ExizspetH Garrett ANDERSON Hospitat, Euston Road, N.W.—(1) House- 

Physician. (2) Obstetric Assistant. (3) House-Surgeon. Women. 

* Salary at the rate of £50 per annum each. 

Hertrorp County Hosprtat.—House-Plifysician (male). Salary £150 per 
annum, 

HospitaL FoR Sick Cuitpren, Great Ormond Street, W.C.1.—(1) House- 
Physician, (2) House-Surgeon (unmarried). Salary £50 for six months. 

Hutt Epvucation Committee.—Chief Assistant School Medical Officer. Salary 
£750 per annum. 

InrorD EmerGency HospitaL.—House-Surgeon (male). Salary £150 per 
annum. 

Leicester Roy4u Salary at the rate of £125 
per annum. 

LEICESTERSHIRE AND. RUTLAND MENTAL HospitaL, Narborough.—Second Assis- 

* tant Medical Officer (male, unmarried). Salary £350 per annum. 

HospitaL FOR WoMeEN, Shaw Street.—Honorary Assistant 
Surgeon. 

Lonpon Fever Hospirat, Islington, N.1.—Assistant Resident Medical 
Officer. Salary £250 per annum. 

Lonpon JewtsH Hospitat, Stepney Green, E.1.—(1) Resident Medical 
Officer. (2) Junior Resident Medical cer. Salary at the rate of 
£150 and £100 per annum respectively. 

MANcHesTeR HOsPITaL FOR CONSUMPTION AND DISEASES OF THE THROAT AND 
Cuest.—Honorary Assistant Physician. 

Mavuritivs GOvERNMENT.—Assistant Medical Superintendent for the 
Mental Hospital at Beau Bassin Salary Rs.7, per annum. 

MILLER GENERAL HospitaL, Greenwich Road, S.E.10.—(1) Resident Casualty 
Officer. (2) House-Surgeons (males, unmarried). Salary £150 and £125 
per annum respectively. 

RicHMonD, Surrey: Royal Hospitat.—Honorary Physician for Out- 
patients’ Department. 

Roya COLLEGE OF SURGEONS OF ENGLAND.—(1) Hunterian Professor and 
Arris and Gale Lecturer for the ensuing year. (2) Member of the 
Court of Examiners, 

Free Hospirat, Gray's Inn Road, W.C. 
Senior Surgeon, etc. 2) Second and Third 
and Second MHouse-Physicians. (4) Assistant 
Obstet ric a. (6) ynaecological 
Obstetric Assistant (District). 

NortHERN Hosprtat, Holloway, Physician. (2) Surgeon. 
(3) Casualty Officer. (4) House-Surgeon. Salary for (1), (2), and 6) at 
the rate of £90 per annum, and for (4) £70 per annum. 

RoyaL VeTeRINaRy CoLtece, Camden Town, N.W.1.—Chair of Anatomy. 
Salary £600 per annum. i. 
Sr. Gzonce’s Hospital, S.W.1.—Radiologist. Remuneration at the rate of 

£100 per annum. ; 

St. JoHn’s Hospitat, Lewisham, S.E.13.—Casualty Officer. Salary £100 per 
annum. . 

St. Mary’s Hospitat, Paddington, W.2.—(1) Surgical Registrar; salary 

. £200 per annum. (2) Sonics in the Ear, Nose, and 
Throat Department. 

St. Mary’s HOSPITAL FOR WOMEN AND CHILDREN, Plaistow, E.13.—Resideat 
Medical Officer. Salary £175 per annum. 

SHerrirLp RoysL HospitaL.—Assistant Casualty Officer. 
annum. 

SHeErrieLD UNION HospitaL.—Resident Assistant Medical Officer. Salary 
£250 for first year and £300 for second year. . 

SWANSEA GENERAL .AND Eye HospitaL.—Senior Resident Officer (male, 
unmarried). Salary £350 per annum, rising to £400. 

THROAT HospitaL, Golden Square, W.1.—Resident House-Surgeon. Salary 
at. the rate of £100 per annum. 


1) House-Surgeon to the 
ouse-Surgeons. (3) First 
Casualty Officer. (5) 
House-Surgeon. 7) 


Salary £80 per 


Tynemourn VicToRIA Salary £15 per 


annum. : 
West Ham County Borovucn.—Assistant Resident Medical Offi 
Dagenham Sanatorium. Salary £250 per annum. ar a 
WorcesteR COUNTY AND City MentaL Hospitat, Powick.—Junior Assistant 
Medical Officer and Pathologist (male). Salary £300 per annum, rising 
to £350; in addition £50 for pathological work. 


CuntivyING Factory SURGEON.—The appointment at Rothesay (Buteshire) 
is vacant. Applications to the Chief Inspector of Factori 
Office, Whitehall, S.W.l. 


This list of vacancies is compiled from our advertisement columns, 
where full particulars will be found. To ensure notice in this 
column advertisements must be received not latcr than the first 
post on Tuesday morning. 


APPOINTMENTS. 


Woking and District. Victoria Hospital. . 

VOficer, Joint Counties ‘Mental Hospital; Gatmerthen, Medical 


Wed. Glasg 


1 Tues, 


WrumuMs.—On May 7th, at 1 Gorin 


PADDINGTON GREEN CHILDREN’S Hospitit.—House-Physician: G. L. 
M.R.C.S., L.R.C.P. House-Surgeon: P, R. Tingley, M.B., 
-B.Edin. 


DIARY OF SOCIETIES AND LECTURES. 


RoyaL Socrety OF MEDICINE. 
Tues, 5.30 General Meeting of Fellows. 
Section of History of Medicine.—Wed., 5 p.m., Annual General Meetin 
Mr. W. G. Spencer: Celsus de Medicina—a Learned and Experienc 
Practitioner of Medicine upon what the Art could then Accomplish. 
Section of Dermatology.—Thurs., 4 p.m., Cases; 5 p.m., Annual General 
eeting. 
Section of Electro-Therapeutics and ates Society.—Thurs., 8.15 p.m, 
Mackenzie Davidson Memorial Lecture—Dr. A. Dauvillier (Paris): The 
Measurement of X-ray Dosage 


ge. 
Section of Electro-Therapeutics.—Fri., 5.30 p.m., Annual General Meeting. 
Dr. H. Eaton Stewart: Diathermy in Pneumonia. 


Roya. Society OF TropicaL MEDICINE AND HyGteng, 11, Chandos Street, 
— ee 8.15 p.m., Mr. J. T. Edwards: Treatment of Surra in 
ndia, 


POST-GRADUATE COURSES AND LECTURES. 

LONDON ScHOOL OF DERMATOLOGY, St. John’s- Hospital, Leicester uare, 
W.C.2.—Chesterfield Lectures: Tues., 5 p.m., Animal Parasites; urs., 
5 p.m., Pathological Demonstration. 

NaTionaL HospitaL, Queen Square, W.O0.1.—Mon., Tues., Thurs., Fri. 
2 p.m., Qut-patient Clinics. Mon. and Fri., 3.30 p.m., Sequelae o: 
Lethargic Encephalitis. Mon., noon, Pathology of the Nervous 
System. Tues., 3.30 .m., Fits. Thurs., 12 noon, Anatomy and Physio- 
logy of the Nervous System; 3.30 ia Clinical Significance of Spastic 
Paraplegia. Operations, Tues, and Fri., 9 a.m. ; 

St. Mary’s Hospitat, Institute of Pathology and Research, Paddington, 
W.2.—Thurs., 5 p.m. : The Mechanism of Pancreatic Secretion. 

Giascow Post-GrapvATe MEDICAL AssociaTion.—At Western Infirmary: 

ved., 4.15 p.m., Skin Cases. 

MANCHESTER Royal INFIRMARY.—Tues.,. 4.15 p.m., Deafness, Curable and 
Incurable; Fri., 4.15 psm., Demonstration in Electrotherapeutics. 

SHEFFIELD UNtversity Post-Grapuate Cirnics.—At Jessop Hospital, Tues., 
3.30 p.m., Involution of the Uterus. At Royal Hospital, Fri., 3.30 p-m., 
Demonstration of Ophthalmic Cases. 


British Medical Association. 
OFFICES, BRITISH MEDICAL ASSOCIATION HOUSE, 
TAVISTOCK SQUARE, W.C.1. 


Departments. 
SUBSCRIPTIONS AND ADVERTISEMENTS (Financial Secretary and Business 
Manager. Telegrams: Articulate Westcent, London). 
MEDICAL SECRETARY eT: Medisecra Westcent, London). 
Epitor, British Medical Journal (Telegrams: Aitiology Westcent, 


London). 

Bo mm numbers of British Medical Association and British Medical 
ay poo 9861, , 9863, and 9664 (internal exchange, 
four lines). 


Scottish Mepican SECRETARY : 6, Drumsheugh Gardens, Edinburgh. (Tele- 
grams: Associate, Edinburgh. Tel. : Central.) 

MeDICAL SECRETARY: 16, South Frederick Street, Dublin. (Tele 
grams: Bacillus, Dublin. Tel. : 4737 Dublin.) 


Diary of the Association. 


May. 
11 Division: B.M.A, House, Tavistock Square, W.C.1. 
Our TB. Layton on Joshua and ‘Allenby : their Campaigns 
trasted, 9 p.m. 
naomi Division : St. Laurence Vicarage, Catford, S.E.6, 
Dr. Herbert Freee on Vasomotor Disturbances, 8.45 p.m. 
i Division, 8. -m. 
‘and. West of Scotland Branch: Annual Meeting, 
Ruchill Hospital, Bilsland Drive, Glasgow, 2.30 p.m. ‘ 
Thurs. London: Journal Committee, 2.30 p.m. - 
Norwich Division, Medical Libr: 8.45 p.m. 
Wed. .London: Finance Committee, 2.30 p.m LP a8 
Thurs. Bournemouth Division; Annual Summer Social. Meeting, 
Broadlands, Romsey. 
JUNE. 
1 Division, 154,Great Charles Street, Birmingham, 3 p.m. 
South-West Essex Division: Annual Meeting, Wesleyan School 
Rooms, High Road, Leyton, 5.30 p.m. 
Kent Branch: Annual Meeting, Broadstairs. 


8 Tues. 


The dates for the mectings of the Central Committccs arc under 
considcration, 


BIRTHS, MARRIAGES, AND DEATHS. 
; inserting announcement of Births, Marriages, and 
not later than the first post on Tuesday morning, in order to 
ensure insertion in the current issue. : 


_ “MARRIAGE, : 
-JONES—SOFFE.—On April 28th, at St. Stephen’s Church, Bourne- 
Felix-Jones, Rhiwlas, Lianfyllin, to Edith Margaiet, only 
‘child of the late Dr. and Mrs. Soffe, Firfield, Surrey Road, Bournemouth, 


_ DEATH. 
Place, Lianelly, Carm., Elizabeth, 
the beloved wife of Dr. Oscar Williams, following childbirth, aged 


3% years. 


= 
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